NOTE TO ALL STATIONS 


RE: IBS Equipment/Supplies Catalog 


July 1, 1979 


Because of recent manufacturer's policy changes, IBS can no longer obtain Audiopak 
cartridges at significant savings over those available directly to stations. We have 


therefore discontinued carrying Audiopak broadcast cartridges. 


We have located a 


source for Fidelipac cartridges and have them available in lots of 24 at these prices: 


Model 300 


Empty - $2.23 each 
40-seconds - $2.59 each 
70-seconds - $2.68 each 


100-seconds 
2.5 minutes 
3.5 minutes 
5.5 minutes 


- $2.77 each 
- $2.93 each 
- $3.11 each 
- $3.46 each 


Master Cart 

Empty - $2.41 each 
40-seconds - $3.14 each 
70-seconds - $3.24 each 
100-seconds = $3.37 each 
2.5 minutes - $3.53 each 
3.5 minutes - $3.71 each 
5.5 minutes - $4.07 each 


All prices subject 


to change without 
notice. 


All prices 
include shipping. 
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